Index to Fire Journal for 1982 
Volume 76, Numbers 1-6 


A consolidation of the indexes of the six 
issues of FIRE JOURNAL published in 1982 


Each page reference consists of two nurrhers separated by a colon. The number 
preceding the colon identifies the issue (1: January; 2: March; 


USING THE INDEX: 3: May; 4: July; 5: September; 6: November). The page number in the issue 


follows the colon. 


EXAMPLE — 4:33 refers to the July issue, page 33. 


Subject Index 


Am-Hanp.inc System: 
Smoke Spread by. 4:78 
AIRCRAFT: 
Life Safety in (Also Buildings and Passenger Vehicles). 3:100 
Aicrart Cras Fire: 
California, May 11, 1982. 5:48 
Amcrart Fires: 
Commercial, Santa Ana, Calif., Feb. 17, 1981. 5:40 
Military, Bakersfield, Calif., Aug. 4, 1981. 5:40 
AIRPLANE Crasu: 
Bluefield, W. Va., Jan. 21, 1981. 4:85 
Axron, Onto: 
Church Fire, May 9, 1981. 5:40 
ALABAMA: 
Manufacturing Plant Fire, June 26, 1981. 5:40 
Tire Manufacturing Plant Fire. 3:25 
AvarM DELAYED: 
Alarm System Shut Off. 4:28 
Called Wrong Phone Number. 5:44 
Employee Fought Fire. 3:24 
Employees Fought Fire. 2:11, 13, 14; 5:41, 49; 6:30 
Employees Investigated. 1:56 
Fought Fire. 3:21 
Occupant Called Police Department. 6:53 
Occupant Fought Fire. 2:12; 6:22, 28 
Occupant Looked for Extinguisher. 5:44 
Occupants Fought Fire. 3:22; 6:27 
Occupants Investigated. 1:37 
Telephone Not Working. 6:30 
Telephone One Mile Away. 5:44 
Telephone Out of Service. 4:28, 55, 85; 5:48 
Avpen, N.Y.: 
Manufacturing Plant Fire, March 18, 1981. 5:40 
APARTMENT BUILDING Fires: 
Hoboken, N.J., Oct. 24, 1981. 4:81 
Illinois, January 1981. 1:13 
Kansas City, Mo., April 14, 1981. 4:84 
Louisiana, March 1981. 1:13 
Maine, December 1981. 3:21 
San Francisco, Calif., May 6, 1981. 5:79 
Tennessee, January 1981. 2:12 
Tulsa, Okls., April 8, 1981. 5:83 
APARTMENT ComPLex Fires: 
Ohio, October 1981. 3:22 
Oklahoma, July 1981. 3:21 
ARCHITECTS: 
Role in Rural Firesafety. 4:40 


ARCHITECTS AND Buipers, For: 
Carpets and Floor Coverings in che Wife Safety Code. 
Code Coordination. 5:6 
Corridor Protection. 4:14 
Detention and Correctional Occupancies. 3:6 
Evacuation and the Life Safety Code. 6:7 
ARIZONA: 
Dwelling Fire, March 1981. 1:13 
ARKANSAS: 
Dwelling Fire, January 1982. 6:27 
Asues, STOVE: 
Fire Caused by. 4:80 
“Atias” Fire: 
Brush, Dwelling Fire, California, June 6, 1981. 
ATRIUM: 
Fire Involving. 6:29 
Sprinklers Activate in. 6:29 
Attic: 
Undivided, Fire Spread Through. 4:81; 5:44 
Automotive Repair SHop Fire: 
California, July 1981. 3:24 


Bacxprart Exposions. 3:46; 4:29 
BAKERSFIELD, CALIF.: 

Aircraft Fire, Aug. 14, 1981. 5:40 
Barn Fine: 

Illinois, August 1981. 3:25 
Bayou, La.: 

Discotheque Fire, June 28, 1981. 4:78 
BeppiNc: 

Fire Involving. 1:12 

Fire Spread by. 3:23 
Bevercy Hixts Supper Cvus Fire. 6:64 
BimonTHey Fire Recorp. 1:12; 2:11; 3:21; 4:27; 5:27 
BLEVE: 

Containing the Hazard, Update on. 5:14 

Definition of. 5:14 

Hot Water Heater BLEVE in School. 5:20 

Spencer, Okla., Jan. 19, 1982. 5:20 
Buiueriecp, W. Va.: 

Airplane Crash, Jan. 2, 1981. 4:85 
Boarpinc Home Fires: 

Keansburg, N.J., Jan. 9, 1981. 4:51 

Naperville, Ill., Oct. 4, 1980. 4:44 
Boat-Storace Facitity Fire: 

Ohio, April 1981. 1:15 
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Boston, Mass.: 
Looking Back at the Cocoanut Grove Fire. 6:60 
Motel Fire, March 6, 1981. 3:76 
Baus AND Dweuincs Fine: 
Saint Helena, Calif., June 6, 1981. 5:40 
BuILDING-UNDER-CONSTRUCTION Fire: 
Texas, September 1980. 2:14 
BurtLDING-UNDER-DEMOLITION Fine: 
Massachusetts, Nov. 28, 1981. 5:53 
BuiLpIncs: 
Life Safety in (Also Aircraft and Passenger Vessels). 3:100 


Cc 


Cajon Pass, Cauir 
Motor Home Fire, June 26, 1981. 4:69, 73, 85 
CALIFORNIA: 
Aircraft Fire, Aug. 4, 1981. 5:40 
Aircraft Fire, Feb. 17, 1981. 5:40 
Apartment Building Fire, May 6, 1981. 5:79 
Auto Repair Shop Fire, July 1981. 3:24 
Brush and Dwelling Fire, June 6, 1981. 5:33, 40 
Building Complex Fire, 1981. 5:48 
Building-under-Renovation Fire, 1981. 5:48 
College Dormitory Fire, Feb. 10, 1982. 6:52 
Dairy Plant Fire, June 20, 1981. 5:40 
Dwelling Fire, September 1981. 4:28 
Firesafety in New Contra Costa County Detention Facility. 2:29 
Forest Service Operations Center Fire, May 11, 1981. 5:40, 48 
Hardware Store Fire, March 18, 1981. 5:76 
Hotel Complex Fire, December 1980. 2: 
Hotel Fire, April 24, 1981. 4:81 
Manufacturing Plant Fire, March 11, 1981. 5:40 
Manufacturing Plant Fire, October 1981. 2:13 
Motor Home Fire, June 26, 1981. 4:69, 85 
Multi-Use Occupancy Fire, March 17, 1981. 5:44 
Office Complex Fire, Jan. 20, 1981. 5:40, 48 
Power Plant-under-Construction Fire, February 1982. 6:30 
Ship Fire, Nov. 24, 1981. 5:40 
Social Club Fire, May 2, 1981. 5:40 
Store Fire, November 1981. 4:29 
Tank Farm Fire, February 1981. 2:13 
Vacant Property Fire, July 10, 1981. 5:40 
Warehouse Fire, March 20, 1981. 5:40 
CANADA: 
Canadian Hospital Fire Reports, An Incomplete Record? 6:85 
Car-Wasuinc Faciuity Fire: 
Missouri, February 1981. 1:14 
Carpets: 
In Life Safety Code. 2:6 
On Walls, Factor in Fire Spread. 1:53 
CarROLLTON, TEx.: 
Manufacturing Plant Fire, Sept. 29, 1981. 5:40 
Cemuinc Fire: 
Concealed Space, Fire Spread Through. 4:29 
CenLinc Spaces: 
Fire Spread Through. 1:36 
CEILINcs: 
Combustible, Fire Spread by. 1:62 
Design of, Factor in Fatal Fire. 4:49 
False, Fire Spread by. 4:28 
Plastic Panels in, Increased Fire Intensity. 5:41 
Suspended, Blocked Sprinklers. 4:27 
Ceiincs, SusPENDED: 
Fell, Intensiiied Fire. 5:44 
CuemicaL MANUFACTURING PLANT Fire: 
New York State, October 1981. 3:25 
Cuemicac Reaction: 
Cause of Fire, Fire Spread by. 4:30 
Cuemists, MARINE: 
Relationship to NFPA. 4:60 
Cuicaco, ILL.: 
Hotel Fire, March 14, 1981. 2:53; 4:81 
Cuicp Care Center Fire: 
New Hampshire, February 1982. 5:27 
CHILDREN AND MATCHEs: 
Cause of Fire. 1:13; 5:27 
Cuurcu Fire: 
Akron, Ohio, May 9, 1981. 
CIGARETTE: 
Fire Started by. 2:12; 4:81 
Crark County, Nev.: 
MGM Grand Hotel Fire, Nov. 21, 1980. 1:19 
CLIMATE: 
Rural Fire Deaths, Role in. 4:34 
CLOTHING: 
Ignited by Hot Water Heater. 2:12 
Cxus Fires: 
Country Club, Fort Worth, Tex., Jan. 16, 1981. 5:40, 41 
Social Club, California, May 2, 1981. 5:40 
Coat MInes: 
1981 Explosions in. 4:69 
Cocoanut Grove Fire: 
Looking Back at. 6:60 
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Co.orapo: 

Dwelling Fire, January 1981. 1:12 

Hospital Fire, June 1981. 2:11 
Communications CENTER Fire: 

Redding, Calif., May 11, 1981. 5:40, 48 
CoMPARTMENTATION: 

Lack of, Factor in Fire Spread. 4:106 

Limited Injuries, Prevented Casualties. 6:24 
Computer Data CentER Fine: 

Ohio, July 1981. 3:24 
Computer Fine: 

California, October 1981. 2:13 
CONCEALED SPACE 

Above Ceiling, Fire Spread Through. 5:41 

Fire Spread Through. 1:13; 2:11 
CONFLAGRATION: 

Lynn, Mass., Nov. 28, 1981. 5:40 
CONNECTICUT: 

Dwelling Fire, November 1981. 4:29 

Office Building Fire, July 25, 1981. 5:40, 45 
CONSTRUCTION AND Lire SaFEty: 

In Buildings, Aircraft, Passenger Vessels. 3:105 
Contra Costa County, Cauir.: 

Firesafety in New Detention Facility. 2:29 
CONVERGENCE CLUSTERS: 

Action of Occupants in MGM Grand Hotel Fire. 2:41 
Coouinc Tower: 

Fire Involving. 6:30 
Corncos STACK: 

Spontaneous Ignition in. 5:29 
Corpus Curisti, Tex.: 

Grain Elevator Explosion, April 7, 1981. 4:80 

Grain Elevator Fire, July 7, 1981. 5:40 
CorrECTIONAL CENTER Fire: 

Illinois, October 1981. 4:27 
Conrripor: 

Exit Access, Fire in. 3:37 

Open, Smoke Spread Through. 4:49 

Smoke Spread Through. 6:23 
Country Cus Fire: 

Fort Worth, Tex., Jan. 16, 1981. 5:40, 41 
CuTTING-AND-WELDING OPERATIONS: 

Fire Caused by. 3:24; 5:30 


DEFINITIONS: 
BLEVE. 
Civilian. 5:75 
Confidence Interval. 5:75 
Curtain Board. 5:49 
Death. 5:75 
Estimate. 5 
FIDO. 5:75 
Fires in Highway Vehicles and Other Vehicles. 
Fires. 5:75 
Incendiary. 
Injury. 5: 
Interval Estimate. 
Property Damage. 
Roof Monitor. 5:49 
Structure. 
Suspicious. 5:75 
DEPARTMENT STorE Fire: 
Tacoma, Wash., March 30, 1981. 5:40 
Detection DeLayen: 
Alarm System Failed to Operate. 4:27 
Building Closed, No Automatic Detection System. 4:27; 6:29 
Occupant Fought Fire. 4:27 
Detection System, Heat, SatisFAcToRY PERFORMANCE. 4:29 
Detection System, Heat, UNsatisFactory PERFORMA? 4:27 
Detectors, Heat, SatisFactory PERFORMANCE. 1:13; 3:22; 4:27; 5:45 
Detectors, SMOKE: 
Inoperable. 6:28 
Installation of Improper. 2:61 
Installed But not Tested. 2:61 
Detectors, SMOKE, SATISFACTORY PERFORMANCE. 1:12; 2:11, 12; 3:52; 4:29, 44 
DETENTION FACILITIEs: 
Firesafety in New Contra Costa Facility. 2:29 
Life Safety Code Requirements for. 3:14 
Sprinklers for. 2:31 
DEVELOPMENTALLY DisABLeD Persons: 
Evacuation Planning for. 4:47 
DisaBLep Persons: 
Evacuation of. 4:47 
Evacuation of in Fatal Fire. 4:84 
DiscoTHEQue Fire: 
Bayou, La., June 28, 1981. 4:78 
Door, Exterior: 
Locked During Fatal Fire. 4:55 
Door, Locken: 
Factor in Fatal Night Club Fire. 6:63 
Doors: 
Modification of Permits Fire Spread. 2:60 





Doors, Corripor: 
Blocked Open, Smoke Spread Through. 6:24 
Fire Burned Through. 2:60 
Open, Fire and Smoke Spread Through. 3:76 
Prevented Smoke Spread. 1:62 
Doors, Fire: 
Failed to Close Automatically in Fire. 5:45 
Left Open During Fatal Fire. 4:57 
Prevented Fire Spread. 4:28 
Doors, Prison: 
Locked, Hampered Fire Department Operations. 5:44 
Doors, Room: 
Left Open in Dormitory Fire, Fire Spread Through. 6:53 
Open, Factor in Fatal Fire. 1:57; 3:49 
Open, Fire and Smoke Spread Through. 3:76; 6:23 
Open, Fire Spread Through. 3:49 
Open, Smoke Spread Through. 2:74 
Doors, SMOKESTOP: 
Blocked Open, Fire Spread Through. 3:76 
Open in Fatal Fire. 3:52 
Doors, STainwaY: 
Open, Smoke Spread Through. 1:56 
Dormitory Fire: 
California, Feb. 10, 1982. 6:52 
Duct, Exnaust: 
Cause of Fire. 2:69 
Kitchen, Fire Spread Through. 2:11; 4:27 
Ducts, Fresn Air: 
Fire Spread Through. 5:44 
Dust Cottection System: 
Fire in. 3:25 
Dust Exptosions: 
Grain Elevator. 5:40 
Sulphur Refining Plant. 5:30 
Dwe.uinc Fires: 
Arizona, March 1981. 1:13 
Arkansas, January 1982. 6:27 
California, September 1981. 4:28 
Colorado, January 1981. 1:12 
Connecticut, November 1981. 4:29 
East St. Louis, Ill., Jan. 11, 1981. 4:80 
Geneva, Nebr., Dec. 18, 1981. 4:80 
Iowa, December 1980. 2:12 
Iowa, February 1981. 2:11 
Iowa, February 1982. 6:28 
Maryland, January 1982. 5:28 
Maryland, November 1981. 4:28 
Massachusetts, January 1981. 2:11 
Michigan, January 1982. 5:27 
Mississippi, January 1982. 5:28 
Missouri, January 1982. 5:27 
New York State, January 1982. 5:28 
New York State, May 1981. 1:12 
New York State, September 1981. 3:21 
North Carolina, August 1981. 3:21 
Palmetto, Fla., Jan. 18, 1981. 4:80 
Pennsylvania, December 1981. 4:29 
Pennsylvania, January 1982. 6:28 
Tennessee, May 1982. 6:28 
Texas, February 1982. 6:28 
Washington State, May 1, 1981. 5:44 
DWELLING-UNDER-CONSTRUCTION Fire: 
Texas, Aug. 21, 1981. 5:52 


East Sr. Louis, ILt.: 
Dwelling Fire, Jan. 11, 1981. 4:80 
EprroriaLs: 
Deciding the Issues. 5:3 
Firesafety Without Government Regulation. 1:3 
Lest We Forget. 6:3 
Members Make It. 3:3 
Safe for Workers, Safe for Hot Work. 4:3 
Salute to an Editor. 2:5 
Ecress: 
Lack of Second Egress Factor in Fatal Fire. 3:38; 4:51 
Execrric-GeNneraTING PLANT Fire: 
New Jersey, April 1981. 1:14 
EvecrricaL Equipment Fires: 
C.A.T. Scanner. 5:27 
Electric Blanket. 4:29 
Electric Blanket Malfunction, Probable Cause. 5:45 
Extension Cord, Overloaded. 4:27 
Hot Plate. 4:29 
Radiant-Heat Lamp, Believed Fire Cause. 5:52 
Television Set. 2:12 
Toaster Oven. 4:29 
EL®cTRICAL Fires: 
Arcing in Panel Box. 5:41 
Extension Cord Ignites Carpeting. 6:28 
Extension Cord Overheated. 3:21; 5:45 
Fault in Rack. 5:48 
Hardware Store, Washington State, 1981. 5:44 


Hotel, Kearney, Nebr. 6:23 

Hotel, Las Vegas, Nev., Nov. 21, 1980. 1:20 

Improper Wiring. 1:13 

Malfunction. 1:13 

Office Building-Complex, Ohio. 6:29 

Power Distribution System. 1:15 

Short Circuit. 1:32; 6:29 

Short Circuit Ignites Carpet. 6:27 

Short Circuit Ignites Framing. 5:30 

Short Circuit Ignites Wood Paneling. 3:21. 22 

Short Circuit in Battery Bank. 3:24 

Short Circuit in Computer. 2:13 

Sparks From Hot Rail. 5:49 

Static Spark. 1:30 

Static Spark Causes Dust Explosion. 6:29 
Evecrronic EQuipMent: 

Damaged by Water. 6:29 
Eectrronics PLant Fire: 

Pennsylvania, May 1982. 6:30 
ELevator SHAFTs: 

Smoke and Heat Spread up. 4:84 

Smoke Spread up. 1:20 
ELevators: 

Stopped by Fire, Victim Trapped in. 4:84 
E.woop, Kans.: 

Manufacturing Plant Fire, Oct. 5, 1981. 5:40 
Emercency LicHTINc: 

In Buildings, Aircraft, Passenger Ships. 3-103 
EMPLOYEEs: 

Delayed Notifying Fire Department. 2:11 

Prompt Action of Limits Fire. 2:11, 13 
EvacuaTION: 

And the Life Safety Code. 6:7 

Child Care Center, Successful. 5:27 

College Dormitory, Successful. 6:53 

Fraternity House, Successful. 4:29 

Hampered by Double-Pane Windows. 6:23 

Horse Barn, Unsuccessful. 5:52 

Hospital, Successful. 2:69, 74; 4:28; 5:27 

Hotel, Successful. 2:12 

Nursing Home, Successful. 1:12 

Office Building, Suc-essful. 3:24 

Ship, Unsuccessful. 5:53 
Evacuation Devayen: 

Alarm System Did Not Operate. 1:20 
Evacuation Procepures: 

Analysis of, Using Simulation. 3:119 
Evanston, ILt.: 

Eliminating Grandfather Clause in. 2:63 
Exit Dritts in THE Home (E.D.1.T.H.): 

Children Take Lead in Welcoming E.D.1.T.H. 3:11 
Exits: 

And Life Safety in Buildings, Ships, Aircraft. 3:101 

Inadequate, Factor in Fatal Fire. 3:36 
Exp.osions (See Also Backdraft Explosions): 

Aerosol Cans. 2:13 

Dust From Fumaric Acid. 6:29 

Dust, Sulphur Refining Plant, Montana. 5:30 

Gas. 4:28 

Gasoline. 4:30 

Gasoline Vapors. 2:15 

Grain Dust. 4:80 

Grain Elevator, Texas, 1981. 5:33 

Hot Water Heater BLEVE. 5:20 

Isobutane. 4:84 

Liquid Sodium. 3:25 

LP-Gas Storage Tank. 1:14 

Naptha Vapors Ignited by Static Sparks. 1:15 

Natural Gas. 5:27 

Oxygen Resuscitator. 2:11 

Propane Gas. 2:11 

School BLEVE, Spencer, Okla., Jan. 19, 1982. 5:20 

Vapor Cloud, Tank Farm. 2:13 

Vinyl Acetate Vapors. 2:15 
Exposure Fines: 

Apartment Building. 2:12 
EXTINGUISHERS: 

And Life Safety in Bo:itdtags, Aircraft, Passenger Ships. 3:108 
ExtincuisHers, WATER, SatisFACTORY PERFORMANCE. 5:27 
ExtincuisHinc System, Unsatisfactory Perrormance. 2:11 


F 


Fairrietp, CAuiF.: 

Dairy Plant rire, June 20, 1981. 5:40 
FeperaL EMERGENCY MANAGEMENT AGENCY: 

View of 1981 U.S. Fire Problem. 6:32 
Finbar, Onto: 

Manufacturing Plant Fire, Nov. 26, 1981. 5:40 
Fire Branps: 

Ignite Shingled Roof 1:12 

Spread by Wind. 6:29 
Fire Bricave: 

A Blueprint for Training. 5:61 
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Controls Hospital Fire. 6:27 
Training of. 5:61 
Fine Brucape, INpusTRIAL 
Assessing an Organization’s Emergency Needs. 4:92 
Emergency Action Planning for. 2:86 
Is Your Brigade Legal? 2:86 
Planning for. 4:92 
Regulatory Aspects of. 2:86 
Should You Establish One? 4:92 
Fine Deatus, Runa: 
Role of Climate and Poverty in. 4:34 
Fie Deatus, U.S.: 
1981, FEMA Estin ates. 6:32 
Fine DeparTMENT OPERATIONS HAMPERED: 
Access Hampered by Locked Doors. 1:15 
Access to Fire Limited. 1:15 
Airplane Crashed in Difficult Terrain. 4:85 
Congested Stairway. 1:56 
Door Wouldn't Open. 5:52 
Gas Line Ruptured. 3:21 
Heavy Smoke, Cold Weather, Icy Steps. 4:29 
High Winds. 5:41 
Hydrant Inoperable. 6:24 
Inadequate Water Pressure. 2:67 
Inadequate Water Supply. 1:13, 15; 3:24; 4:30; 6:30 
Lack of Access to Fire Area, Inadequate Water. 5:45 
Lack of Hydrants. 1:15 
Lack of Water. 5:30, 48 
Methane Gas and Wind. 5:30 
Prison Fire, Area Not Secured. 5:44 
Prison Fire, Doors Locked, Contributed to Heat. 5:44 
Rain and Ice. 5:30 
Response Delayed, Confusion over Location. 3:22 
Smoke, Heat in Stairway. 1:56 
Subfreezing Temperatures, Severe Wind. 5:28 
Tank Shuttle Supplied Water. 3:25 
Toxic Smoke. 1:15 
Water Supply Problems. 2:14 
Fine Dritts: 
Hospital, Payed Off. 4:28 
In Buildings, Aircraft, Passenger Ships. 3:109 
Fine Loss, U.S.: 
1981, FEMA View of U.S. Fire Problem. 
1981, Study of. 5:68 
Fine Tests: 
Development at NBS. 6:75 
FIREPLACE: 
Improper Installation, Fire Cause. 2:11 
Fines, Rurac: 
Role of Climate and Poverty in. 4:34 
FIRESAFETY: 
In Japan. 6:11 
FLAMMABLE, CoMBUSTIBLE Liguips Fines: 
Chemical Manufacturing Plant, Maryland, February 1982. 6:30 
Gasoline. 4:28, 29, 70; 5:45 
Gasoline Vapors Probably Ignited by Kerosine Heater. 5:29 
Gasoline, California, February 1981. 2:13 
Gasoline, New York State, May 1981. 2:15 
Harrison, N.Y. Dec. 4, 1980. 3:45 
Liquid Sodium. 3:25 
Naptha. 1:15 
Oil, Ignited by Steam Pipe. 5:53 
Oil, Lubricating. 5:29 
FLASHOVER: 
Hotel Fire, Feb. 10, 1981. 1:62 
In Power Distribution System. 1:15 
Shopping Mall Fire. 3:22 
FLoors 
Old Wood, Contributed to Fire Spread. 5:44 
Fiona: 
Dwelling Fire, Jan. 18, 1981. 4:80 
Home-for-Retarded Fire, October 1981. 4:27 
Packing House Fire, September 1981. 3:24 
Semi-Conductor Manufacturing Plant Fire, May 1982. 6:30 
Foam: 
Satisfactory Performance. 4:30 
Foam, Aqueous Fitm-Forminc: 
Satisfactory Performance. 2:14; 4:30 
Foam, SiLicone: 
Use of in Penetration Sealing. 1:39 
Forest Service Operations CENTER Fire: 
California, May 11, 1981. 5:48 
Forr Wortn, Tex.: 
Country Club Fire, Jan. 16, 1981. 5:40 
Founpry Fire: 
Peru, Ind., Nov. 4, i981. 5:40 
FrRaTeRnity House Fines: 
Missouri, November 1981. 4:29 
New Jersey, March 1981. 1:13 
FURNITURE: 
Fire Spread by. 4:44 


Gas Fine: 
Propane. 2:11 
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Gas Fines anp Exp.osions: 

LP-Gas. 1:14 

Natural Gas. 4:28; 5:27 
Gas Leak: 

Natural Gas, Cause of Explosion and Fire. 5:27 
Gas Line, LP: 

Uncapped, Caused Explosion, Fire. 2:11 
Gas Pipe: 

Natural Gas, Perforated. 5:27 
Gas Station Fines: 

New Jersey, January 1982. 5:29 
GASOLINE: 

Used in Kerosine Heater, Fire Cause. 

Used to Set Fire. 1:14 
Geneva, Nesr.: 

Dwelling Fire, Dec. 18, 1981. 4:80 
Georcia: 

School Fire, June 12, 1981. 5:41 

Shopping Center Fire, May 1981. 1:14 
Grain Dust: 

Explosion. 4:80 
Grain E.evator Fine, ExpLosion: 

Corpus Christi, Tex., April 7, 1981. 4:80 
Grain ELevator Fires: 

Corpus Christi, Tex., July 7, 1981. 5:33, 40 
GRANDFATHER CLAUSE: 

Eliminated in Evanston, Ill. 2:63 
GREASE: 

Ignition of, Cause of Fire. 2:11; 4:27 
GREENVILLE, S.C.: 

Shopping Mall Fire, Dec. 13, 1981. 5:40 
GUNTERSVILLE, ALA.: 

Poultry Plant Fire, June 26, 1981. 5:40 
GYMNASIUM Fire: 

College, New York State, April 1982. 6:27 


H 


HA.on System: 

Satisfactory Performance. 3:24 
Havon 1301: 

Use of in Mount Vernon. 4:98 
Harrison, N.Y.: 

Hotel Fire, Dec. 4, 1980. 3:37; 6:72 
Hawau: 

Telephone Substation Fire, May 16, 1981. 5:48 
HeactuH Care INstirutions: 

Fire Recovery Planning in. 2:68 
Hearinc-IMPaineD PERSONS: 

Firesafety for. 1:70 
Heater, Evectrnic: 

Combustibles Too Close, Cause of Fire. 2:13 
Heater, Gas-Finen: 

Fire Caused by. 5:28 

Fire Involving. 4:80 

Ignites Blanket. 6:28 

Ignites Laundry. 6:28 
Heater, KERosine: 

Fire Started by. 4:29; 6:30 

Gasoline in, Ignites Vapors. 6:28 

Improper Fuel in. 6:28 
Heater, PortaBte: 

Fire Involving. 4:80 
Heater, Portasie, Evectnic: 

Fire Involving. 1:13 
Heater, PROPANE: 

Fire Involving. 4:80 
HEATING-AND-COoKING EQuipMENT: 

Kerosine Heater, Fire Caused by. 3:22 

Water Heater, BLEVE in. 5:20 
HEaTING-AND-Cookinc EQuipMENT Fires: 

Clothing Ignited, Too Close to Heater. 2:12 

Combustibles Too Close, Cause of Fire. 2:13 

Gas-Fired Space Heaters. 5:28 

Gasoline in Kerosine Heater Ignites. 6:28 

Improper Fuel in. 6:28 

Kerosine Heater Ignites Gasoline Vapors, Probable Cause. 

Kitchen Stove Used for Heating. 5:28 

Oven Heat Ignites Grease. 4:27 

Space Heater Ignites Blanket. 6:28 

Space Heater Ignites Laundry. 6:28 
HELICopTers: 

Used in Rescue From Building. 1:37, 57 
Historic BuiLpincs: 

Mount Vernon, Fire Protection in. 4:96 
Hosoken, N.J.: 

Tenement Fire, Oct. 24, 1981. 4:81 
Ho.srook, Mass.: 

Manufacturing Plant Fire, Oct. 22, 1981. 4:84 
Home-Fror-RETARDED Fire: 

Florida, October 1981. 4:27 
Horse Barn Fire: 

Kentucky, Jan. 10, 1981. 5:52 





Hosprrar Fines: 
Canadian Hospital Fire Reports, An Incomplete Record? 6:85 
Colorado, June 1981. 2:11 
Illinois, February 1982. 5:27 
Johnstown, Pa., May 15, 1980. 2:69 
Middleton, N.Y., April 27, 1981. 2:74 
New Jersey, April 1982. 6:27 
Oklahoma, November 1981. 4:28 
Hosprrats: - 
Canadian Hospital Fire Reports, An Incomplete Record? 6:85 
Hore: Comp.ex Fines: 
California, December 1980. 2:12 
Hore Fires: 
Chicago, Ill., March 14, 1981. 2:53; 4:81 
Four Fires, Lessons Learned from. 6:72 
Harrison, N.Y., Dec. 4, 1980. 3:37 
Human Behavior in MGM Grand Hotel Fire. 2:37 
Kearney, Nebr., Jan. 16, 1981. 6:20 
Las Vegas Hilton, Las Vegas, Nev., Feb. 10, 1981. 6:72 
Las Vegas, Nev., Feb. 10, 1981. 1:52; 5:40, 45 
MGM Grand Hotel, Las Vegas, Nev., Nov. 21, 1980. 1:20; 6:68 
New York State, December 1981. 4:29; 5:30 
Oklahoma, February 1982. 5:28 
Prefire Planning Prevents Disaster in Fire. 2:12 
Stouffers Inn, Harrison, N.Y., Dec. 4, 1980. 6:72 
Westchase Hilton, Houston, Tex., March 6, 1982. 6:72 
Willows, Calif., April 24, 1981. 4:81 
Houston Tex.: 
Hotel Fire, March 6, 1982. 6:72 
HuMAN BEHAVIOR IN Fires: 
Convergence Clusters. 2:41 
In MGM Grand Hotel Fire. 2:37 
The Myth of Panic. 3:57 
HVAC System: 
Smoke Spread by. 1:20, 36 


IDAHO: 
Store Fire, December 1981. 3:22 
ILLINoIs: 
Apartment Building Fire, January 1981. 1:13 
Barn Fire, August 1981. 3:25 
Boarding Home Fire, Oct. 4, 1980. 4:44 
Correctional Center Fire, October 1981. 4:27 
Dwelling Fire, Jan. 11, 1981. 4:80 
Eliminating Grandfather Clause in. 2:63 
Hospital Fire, February 1981. 5:27 
Hotel Fire, March 14, 1981. 4:81 
Manufacturing Plant Fire, March 26, 1981. 5:48 
Office Building Fire, January 1981. 2:13 
Paper Mill Fire, April 1982. 6:29 
ILLUMINATION, EMERGENCY: 
And Life Safety in Buildings, Aircraft. Passenger Ships. 3:103 
InceNnpiary (Suspicious) Fires: 
Apartment Building, Kansas City, Mo., April 14, 1981. 4:84 
Boarding Home, Naperville, Ill., Oct. 4, 1980. 4:44 
Boat-Storage Facility, Ohio, April 1981. 1:15 
College Dormitory, California. Feb. 10, 1982. 6:52 
College Gymnasium, New York State, April 1982. 6:27 
Discotheque, Bayou, La., June 28, 1981. 4:78 
Hospital, Middleton. N.Y., April 27, 1981. 2:74 
Hospital, New Jersey, April 1982. 6:27 
Hospital, Oklahoma, November 1981. 4:28 
Hotel, Harrison, N.Y., Dec. 4, 1980. 3:45 
Hotel, Las Vegas, Nev., Feb. 10, 1981. 1:53 
Manufacturing Plant, Illinois, March 26, 1981. 5:49 
Manufacturing Plant, Massachusetts, August 1981. 3:25 
Motel, Boston, Mass., March 6, 1981. 3:76 
Multi-Use Occupancy, California, March 17, 1981. 5:44 
Office Building, Connecticut, July 25, 1981. 5:48 
Office Building, New York State, October 1981. 3:24 
Office Building, Texas, April 1982. 6:29 
Prison, Michigan, May 26, 1981. 5:44 
Prison, Washington State, Sept. 1, 1981. 5:44 
School, Georgia, June 12, 1981. 5:41 
School, Washington State, March 10, 1981. 5:41 
Shopping Center, Georgia, May 1981. 1:14 
Shopping Center, Illinois, Jan. 26, 1981. 5:45 
Shopping Mall, Missouri, August 1981. 3:22 
Store, California, November 1981. 4:30 
Store, New York State, December 1981. 4:30 
Supermarket, Ohio, 1981. 5:49 
Tenement, Hoboken, N.J., Oct. 24, 1981. 4:81 
Truck, Texas, April 1981. 2:15 
Warehouse, Pennsylvania, May 1981. 1:15 
INDIANA: 
Aluminum Smelting Plant Fire, April 1982. 6:30 
Foundry Fire, Nov. 4, 1981. 5:40 
Manufacturing Plant Fire, March 1982. 5:29 
InsuLation, Duct: 
Fire Involving. 6:30 
INTERIOR FinisH: 
And Life Safety in Buildings, Aircraft, Passenger Ships. 3:103 
Carpets and Floor Coverings in Life Safety Code. 2:6 


Combustible, Factor in Fire Spread. 4:106 
Combustible, Fire Spread by. 1:35, 53; 4:28; 5:41; 6:20, 24, 32 
Fire Spread by. 3:49 
InTERIon Finish, Canpet: 
Fire Spread by. 1:53 
lowa: 
Dwelling Fire, December 1980. 2:12 
Dwelling Fire, February 1981. 2:11 
Dwelling Fire, February 1982. 6:28 


Japanese Finesarery 6:11 
Jounstown, Pa.: 
Hospital Fire, May 15, 1980. 2:69 


KANnsas: 

Manufacturing Plant Fire, Oct. 5, 1981. 5:40 
Kansas Crry, M~ : 

Apartment Building Fire, April 14, 1981. 4:84 
Keanssurc, N.J.: 

Boarding Facility Fire, Jan. 9, 1981. 4:81, 85 
Kearney, Nesr.: 

Hotel Fire, Jan. 16, 1981. 6:20 
KENTUCKY: 

Horse Foaling Barn, Jan. 10, 1981. 5:52 

Sewage System Fire, Feb. 14, 1981. 5:40 

Tragedy in Kentucky, Nightclub Fire. 6:64 
Kearnersvit_e, N.C.: 

Distribution Facility Fire, March 19, 1981. 2:67 

Manufacturing Plant Fire, March 19, 1981. 5:40 
KincMan, Anriz.: 

BLEVE, July 5, 1973. 5:15 


Lasoratory Fire: 

Chemical Research, New Jersey, November 1981. 4:30 
Larce-Loss Fines 1n U.S., 1981. 5:32 
Larce-Loss-or-Lire Fires (10 or More Deaths): 

Boston, Mass. (Night Club) (492). 6:60 

Cajon Pass, Calif. (Motor Home) (10). 4:69, 85 

Chicago, Ill. (Hotel) (19). 2:53; 4:81 

East St. Louis, Ill. (Dwelling) (11). 4:80 

Harrison, N.Y. (Hotel) (26). 3:37 

Hoboken, N.J. (Tenement) (11). 4:81 

Keansburg, N.J. (Boarding Home) (31). 4:51, 68, 85 

Las Vegas, Nev. (Hotel) (85). 1:20; 6:68, 72 

Southgate, Ky. (Night Club) (165). 6:64 

Westchase, N.Y. (Hotel) (26). 6:72 
Las Vecas, Nev.: 

Hotel Fire, Feb. 10, 1981. 1:53; 5:40, 45; 6:72 

Hotel Fire, Nov. 21, 1980. 6:68 

MGM Grand Hotel Fire, Human Behavior in. 2:37 

MGM Grand Hotel Fire, Nov. 21, 1980. 1:20 
Learn Not To Burn Curricuum, NPFA: 

Learn Not to Burn — Wherever You Are. 5:11 

Regional Network Adds New Dimension. 4:87 
Lerrers. 2:77; 4:6; 6:90 
Lire SaFety: 

In Buildings, Transport Aircraft, Passenger Vessels. 3:100 
LIGHTNING: 

Cause of Fire. 3:24 

Cause of Tank Car Fire. 2:15 
Lock, Deapsott: 

Prevents Escape in Fatal Fire. 3:21 
Lonc Beacn, Cauir.: 

Ship Fire, Nov. 24, 1981. 5:40 
Los ANGELES, CALIF.: 

Manufacturing Plant Fire, March 11, 1981. 5:40 
Louisiana: 

Apartment Building Fire, March 1981. 1:13 

Discotheque Fire, June 28, 1981. 4:78 
Loutsvitte, Ky.: 

Sewage System Fire, Feb. 14, 1981. 5:40 
LP-Gas: 

BLEVE, Feb. 9, 1972. 5:15 

Fire, May 29, 1981. 5:15 
Lyncuesurc, Va.: 

Manufacturing Plant Fire, Oct. 12, 1981. 5:40 
Lynn, Mass.: 

Building-under-Demolition Fire, Nov. 28, 1981. 5:53 

Conflagration, November 28, 1981. 5:33, 40 

Manufacturing Plant Fire, Dec. 18, 1981. 5:41 
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MAINE: 
Apartment Building Fire, December 1981. 3:21 

MANUFACTURING COMPLEX Fires: 
New York State, March 18, 1981. 5:49 
New York State, March 1981. 2:13 

MANUFACTURING PLANT Fines: 
Adhesives, So. Carolina, March 1981. 1:15 
Adhesives, So. Carolina, March 16, 1981. 5:49 
Aerosol Products, Holbrook, Mass., Oct. 22, 1981. 4:84 
Aluminum Smelting Plant, Indiana, April 1982. 6:30 
Building Materials, Utah, March 24, 1981. 5:49 
Chemicals, Maryland, February 1982. 6:30 
Chemicals, Minnesota, May 1982. 6:29 
Chemicals, New York State, October 1981. 3:25 
Cloth, Massachusetts, August 1981. 3:25 
Corncob Grinding Plant, Indiana, March 1982. 5:29 
Dairy Products, Fairfield, Calif., June 20, 1981. 5:40 
Electronic Equipment, Illinois, March 26, 1981. 5:48 
Electronic Equipment, Los Angeles, Calif., March 18, 1981. 5:40 
Electronics, California, October 1981. 2:13 
Food, Philadelphia, Pa., Aug. 9, 1981. 5:40 
Furniture, Lynchburg, Va., Oct. 12, 1981. 5:40 
Gaskets, Alden, N.Y., March 19, 1981. 5:40 
Machines, Pennsylvania, May 1982. 6:30 
Paper Mill, Illinois, April 1982. 6:29 
Paper, Carrollton, Tex., Sept. 29, 1981. 5:40 
Pharmaceuticals, Elwood, Kans., Oct. 5, 1981. 5:40 
Pharmaceuticals, Michigan, January 1982. 5:30 
Plastics, Lynn, Mass., Dec. 18, 1981. 5:41 
Plastics, Massachusetts, February 1982. 5:29 
Plywood Reels, Massachusetts, January 1982. 5:29 
Rubber Products, Findlay, Ohio, Nov. 26, 1981. 5:40 
Semi-Conductors, Florida, May 1982. 6:30 
Soft Drinks, Rossville, Tenn., Aug. 22, 1981. 5:40 
Sulphur Refining Plant, Montana, January 1982. 5:30 
Textiles, Kernersville, N.C., March 19, 1981. 5:40 
Tires, Alabama, October 1981. 3:25 

Marine CHeEMISsTs: 
Relationship to NFPA. 4:60 
Role in Shipyard Firesafety. 4:60 

MARYLAND: 
Chemical Manufacturing Plant Fire, February 1982. 6:30 
Dwelling Fire, January 1982. 5:28 

MASSACHUSETTS: 
BLEVE, Feb. 9, 1972. 5:15 
Building-under-Demolition Fire, Nov. 28, 1981. 5:53 
Conflagration, Nov. 28, 1981. 5:33 
Dwelling Fire, January 1981. 2:11 
Looking Back at the Cocoanut Grove Fire. 6:60 
Manufacturing Plant Fire, August 1981. 3:25 
Manufacturing Plant Fire, Dec. 18, 1981. 5:41 
Manufacturing Plant Fire, February 1982. 5:29 
Manufacturing Plant Fire, January 1982. 5:29 
Manufacturing Plant Fire, Oct. 22, 1981. 4:84 
Motel Fire, March 6, 1981. 3:76 
School Fire, April 3, 1981. 5:84 
Ship Fire, Dec. 22, 1981. 5:53 

MERCANTILE Fires: 
Idaho, December 1981. 3:22 
Ohio, July 1981. 3:22 

MGM Granp Hore Fie: 
Clark County, Nev., Nov. 21, 1980. 1:20; 6:68, 72 
Human Behavior in. 2:37 

MICHIGAN: 
Dwelling Fire, January 1982. 5:27 
Manufacturing Plant Fire, January 1982. 5:30 
Prison Fire, May 1981. 1:12 

Muppteton, N.Y.: 
Hospital Fire, April 27, 1981. 2:74 

MINNESOTA: 
Chemical Manufacturing Plant Fire, May 1982. 6:29 

MIssIssiPPt: 
Dwelling Fire, January 1982. 5:28 

Missouri: 
Apartment Building Fire, April 14, 1981. 4:84 
Car-Wash Fire, February 1981. 1:14 
Dwelling Fire, January 1982. 5:27 
Fraternity House Fire, November 1981. 4:29 
Shopping Mall Fire, August 1981. 3:22 

MONTANA: 
Manufacturing Plant Fire, January 1982. 5:30 

Moret Fire: 
Boston, Mass., March 6, 1981. 3:76 

Moror Home Fire: 
Cajon Pass, Calif., June 26, 1981. 4:85 

Moror Lonce Fine: 
Boston, Mass., March 6, 1981. 3:76 

Mount VERNON: 
Fire Protection in. 4:96 

Mutti-Use Occupancy Fine: 
California, March 17, 1981. 5:44 

Muttipce-Deatu Fines, U.S.: 
1981, Study of. 4:68 
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Mu ttipce-Occupancy Fire: 

New York State, December 1981. 4:30 
Mutuat Ap: 

Limited by Lack of Common Radio Frequency. 


N 


NAPERVILLE, ILL.: 
Boarding Home Fire, Oct. 4, 1980. 4:44 
NaprTHa: 
Fire Involving. 1:15 
NaTIONAL Bureau OF STANDARDS: 
Firesafety Research at. 6:75 
NEBRASKA: 
Dwelling Fire, Dec. 18, 1981. 4:80 
Hotel Fire, Jan. 16, 1981. 6:20 
Nevapa: 
Fire at the MGM Grand Hotel, Nov. 21, 1980. 6:68 
Hote! Fire, Feb. 10, 1981. 1:53; 5:40, 45; 6:72 
Hotel Fire, Nov. 21, 1980. 1:20 
New Mexico: 
Train Tank Car Struck by Lightning, May 1981. 2:15 
New HampsHirE: 
Child Care Center Fire, February 1982. 5:27 
Senior Citizen Center Fire, October 1981. 4:27 
New Jersey: 
Boarding Home Fire, Jan. 9, 1981. 4:51, 85 
Chemical Laboratory Fire, November 1981. 4:30 
Electric-Generating Plant Fire, April, 1981. 1:14 
Fraternity House Fire, March 1981. 1:13 
Gas Station Fire, January 1982. 5:29 
Hospital Fire, April 1982. 6:27 
Nursing Home Fire, February 1981. 1:12 
Restaurant Fire, August 2, 1981. 5:41 
Restaurant Fire, July 1980. 2:11 
Tank Truck Fire, March 1981. 2:15 
Tenement Fire, Oct. 24, 1981. 4:81 
New Mexico: 
LP-Gas Fire, May 29, 1981. 5:15 
Railroad Tank Car Fire, May 1981. 5:53 
New York STATE: 
Chemical Plant Fire, October 1981. 3:25 
College Gymnasium Fire, April 1982. 6:27 
Dwelling Fire, January 1982. 5:28 
Dwelling Fire, May 1981. 1:12 
Dwelling Fire, September 1981. 3:21 
Hospital Fire, April 27, 1981. 2:74 
Hotel Fire, Dec. 4, 1980. 3:37; 6:72 
Hotel Fire, December 1981. 4:29; 5:30 
Manufacturing Complex Fire, March 1981. 2:13 
Manufacturing Plant Fire, January 1982. 5:30 
Manufacturing Plant Fire, March 18, 1981. 5:40, 49 
Office Building Fire, October 1981. 3:24 
Store Fire, December 1981. 4:30 
Tank Truck Collision, Fire, November 1981. 4:30 
Tank Truck Fire, May 1981. 2:15 
Newton, Mass.: 
School Fire, April 3, 1981. 5:84 
NFPA Annuat Meetine, Eicuty-Sixtn. 5:88 
NFPA Annuat Report, 1981. 3:81 
NFPA Boarp or Directors: 
Report of, for 1981. 5:89 
NFPA Boarp or Directors MEETINGs: 
Phoenix, Ariz., Dec. 5-6, 1981. 3:111 
Quincy, Mass., June 15, 1982. 5:98 
San Francisco, Calif., May 16, 1982. 6:13 
NFPA Finesarery Exnisit, 1982. 3:70 
NFPA Presipent: 
Report of, for 1981. 5:94 
NFPA Recionat MemsersHip Meetincs. 4:104 
NFPA Stanparps Councit MEETINGs: 
Captiva Island, Fla., Jan. 21-22, 1982. 3:31 
Quincy, Mass., July 14-16, 1982. 6:55 
Quincy, Mass., Sept. 30-Oct. 1, 1981. 1:4 
Washington, D.C., March 29-31, 1982. 4:20 
NFPA StTanparps: 
33, Adopted in 1981. 2:23 
34, Adopted in 1981. 2:23 
35, Adopted in 1981. 2:23 
45, Adopted in 1981. 2:23 
56B, Adopted in 1981. 2:23 
56D, Adopted in 1981. 2:23 
56E, Adopted in 1981. 2:23 
56HM, Adopted in 1981. 2:23 
63, Withdrawn. 2:23 
72C, Adopted in 1981. 2:23 
256, Adopted in 1981. 2:23 
258, Adopted in 1981. 2:23 
259, Adopted in 1981. 2:23 
306 and Marine Chemists. 4:60 
306, Adopted in 1980. 4:60 
327, Adopted in 1981. 2:23 
328, Adopted in 1981. 2:23 
481, Adopted in 1981. 2:23 
496, Adopted in 1981. 2:23 





505, Adopted in 1981. 2:23 
654, Adopted in 1981. 2:23 
655, Adopted in 1981. 2:23 
1121L (Formerly 494L), Adopted in 1981. 2:23 
1122, Adopted in 1981. 2:23 
1123, Adopted in 1981. 2:23 
1202, Adopted in 1981. 2:23 
NFPA Tecunicat Comoittee Reports: 
Automatic Fire Detectors, 1982 Report. 5:101 
Cellulose Nitrate Motion Picture Film, 1982 Report. 5:101 
Central Station Signaling Systems, 1982 Report. 5:101 
“lassification of Flammable & Combustible Liquids, 1982. 5:101 
Explosives Motor Vehicle Terminals, 1982 Report. 5:101 
Fire Apparatus Driver/Operator Professional Qualifications. 5:101 
Fire Prevention Code, 1982 Report. 5:101 
Firesafety Criteria for Mobile Home Installations, Sites & 
Communities. 5:101 
Firesafety Criteria for Recreational Vehicles, 1982 Report. 5:101 
Firesafety Criteria for Recreational Vehicles Parks & Campgrounds. 5:101 
Industrial Furnaces, 1982 Report. 5:101 
Manufacture, Transportation, Storage, Use of Explosive Materials. 5:101 
Operation & Maintenance of Nat'l Standard Steam Fire Pumps. 5:101 
Ovens and Furnaces, 1982 Report. 5:101 
Prevention of Furnace Implosions in Multiple Burner Boiler 
Furnaces. 5:101 
Professional Qualifications for Fire Inspector, Fire Investigator 
and Fire Prevention Education Officer. 5:101 
Separation Distances of Ammonium Nitrate and Blasting Agents from 
Explosives or Blasting Agents. 5:101 
Smoke and Heat Venting, 1982 Report. 5:101 
Water Spray Fixed Systems, 1982 Report. 5:101 
Zirconium, 1982 Report. 5:101 
NFPA Treasurer: 
Report of, for 1981. 5:92 
Nicut Ciuvs Fires: 
Boston, Mass., Nov. 28, 1942. 6:60 
Southgate, Ky., May 28, 1977. 6:64 
NortH CarRo.ina: 
Distribution Facility Fire, March 19, 1981. 2:67 
Dwelling Fire, August 1981. 3:21 
Manufacturing Plant Fire, March 19, 1981. 5:40 
Nursinc Home Fires: 
New Jersey, February 1981. 1:12 


O 


Orrice Bui_pinc Fires: 
Connecticut, July 25, 1981. 5:45 
Illinois, January 1981. 2:13 
New York State, October 1981. 3:24 
Stamford, Conn., July 25, 1981. 5:40 
Texas, April 1982. 6:29 
Orrice Buitpinc-Comp-ex Fires: 
Ohio, February 1982. 6:29 
Sacramento, Calif., Jan. 20, 1981. 5:40, 48 
Onto: 
Apartment Complex Fire, October 1981. 3:22 
Boat-Storage Facility Fire, April 1981. 1:15 
Church Fire, May 9, 1981. 5:40 
Computer Data Center Fire, July 1981. 3:24 
Manufacturing Plant Fire, Nov. 26, 1981. 5:40 
Office Building-Complex Fire, February 1982. 6:29 
Store Fire, July 1981. 3:22 
Warehouse Fire, June 6, 1981. 5:40 


Contacts Heating Bands on Molding Machines, Ignites. 5:29 
Lubricating, Fire Cause. 5:29 
OKLAHOMA: 
Apartment Building Fire, April 8, 1981. 5:83 
Apartment Complex Fire, July 1981. 3:21 
BLEVE, Jan. 19, 1982. 5:20 
Hospital Fire, November 1981. 4:28 
Hotel Fire, February 1982. 5:28 


Packinc House Fire: 

Florida, September 1981. 3:24 
PaLMetto, Fia.: 

Dwelling Fire, Jan. 18, 1981. 4:80 
PANELING: 

Fire Spread by. 4:106 

Plywood, Fire Spread by. 6:32 
Panic: 

The Myth of Panic in Fires. 3:57 
PASSENGER SHIPS: 

Life Safety in (Also Buildings and Aircraft). 
PENETRATION SEALING: 

Use of Silicone RTV Foams for. 1:39 
PENNSYLVANIA: 

Dwelling Fire, December 1981. 4:29 

Dwelling Fire, January 1982. 6:28 


Manufacturing Plant Fire, Aug. 9, 1981. 5:40 
Manufacturing Plant Fire, May 1982. 6:30 
Scrap Metal Recycling Plant Fire, March 30, 1981. 5:49 
Warehouse Fire, April 20, 1981. 5:85 
Warehouse Fire, May 1981. 1:15 
Penryssurc, Oxo: 
Warehouse Fire, June 6, 1981. 5:40 
Perv, Inp.: 
Foundry Fire, Nov. 4, 1981. 5:40 
PHiLapecenia, Pa 
Manufacturing Plant Fire, Aug. 9, 1981. 5:40 
Pure CHase: 
Fire Spread through. 5:27 
Unsealed, Smoke Spread up. 4:28 
PLUMBING TorCH 
Used to Thaw Pipe, Fire Cause. 5:27 
Poverty: 
Rural Fire Deaths, Role in. 4:34 
Power PLANtT-UNDER-CONSTRUCTION Fine: 
California, February 1982. 6:30 
Prerine PLANNING: 
For Recovery in Health Care Institutions. 2:68 
Prevents Hotel Disaster. 2:12 
Prison Fines (See Also Correctional Centers) 
Dump Fire Causes Power Outage. 1:15 
Michigan, May 1981. 1:12 
Michigan, May 26, 1981. 5:44 
Washington State, Sept. 1, 1981. 5:44 
Prisons (See Also Detention Facilities) 
Pusiic AsseMBLyY Fines: 
Looking Back at The Cocoanut Grove Fire. 6:60 
Tragedy in Kentucky, Nightclub Fire. 6:64 


R 


Racenorse TRAINING BARN Fine: 
Illinois, August 1981. 3:25 


Rapiant Heat: 
Mechanism of Fire Spread. 1:62 
Raitroap Rouuinc Stock Fires: 
Tank Car Struck by Lightning, May 1981. 2:15; 5:5< 
REACHING THE PuBLIc: 
Children Take Lead in Welcoming E.D.1.T.H. 3:22 
Firesafety Information for Campus Dormitories. 2:2 
Learn Not to Burn — Wherever You Are. 5:11 
Mini-Campaign Strategy Boosts Firesafety Awareness. 
Sounding the Bell for Heating Firesafety. 6:11 
Reapinc Pa.: 
Warehouse Fire, April 20, 1981. 5:85 
RECREATIONAL Facitity Fine: 
California, May 2, 1981. 5:40 
Recycuinc Pant Fire: 
Pennsylvania, March 30, 1981. 5:49 
Reppinc, Cair.: 
Communications Center Fire, May 11, 198). 5:40 
RESEARCH: 
Firesafety Research at NBS. 6:75 
RESTAURANT Fires: 
MGM Grand Hotel, Las Vegas, Nev., Nov. 21, 1980. 
New Jersey, Aug. 2, 1981. 5:41 
New Jersey, July 1980. 2:11 
Rhode Island, September 1981. 4:27 
Resuscrrator, PorTaBLe: 
Fire in. 2:11 
Ruove IsLanp: 
Restaurant Fire, September 1981. 4:27 
Riots (See Also Civil Disturbances): 
Fire Caused by. 5:44 
Prison, Fires Set. 1:12; 5:44 
Roor: 
Collapses During Fire. 2:13, 60, 67; 5:40, 44, 45, 53 
Insulation Ignited by Cutting Torch. 5:30 
Metal, Increased Fire Intensity. 5:41 
Rossvitte, TENN.: 
Manufacturing Plant Fire, Aug. 22, 1981. 5:40 
Rurav AMERICA: 
Firesafety in. 4:40 
Rurav Fire Deatus: 
Role of Climate and Poverty in. 4:34 
Rurat FiresaFety: 
Architects’ Role in. 4:40 


1 


SACRAMENTO, CALIF.: 
Office Complex Fire, Jan. 20, 1981. 5:40 
Saint Hevena, Cauir.: 
Brush and Dwelling Fire, June 6, 1981. 5:33, 40 
San Francisco, Cauir.: 
Apartment Building Fire, May 6, 1981. 5:79 
Vacant Property Fire, July 10, 1981. 5:40 
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Sanpusky, Onto: 
Apartment Complex Fire, October 1981. 
Sancer, Cauir.: 
Warehouse Fire, June 6, 1981. 5:40 
Santa Ana, Cauir.: 
Aircraft Fire, Feb. 17, 1981. 5:40 
SawonustT: 
Fire Involving. 5:29 
Scuoot BLEVE: 
Spencer, Okla., Jan. 19, 1982. 5:20 
ScHoor Fires: 
College Dormitory, California, Feb. 10, 1982. 6:52 
College Gymnasium, New York State, April 1982. 6:27 
Elementary, Newton, Mass., April 3, 1981. 5:84 
High School, Georgia, June 12, 1981. 5:41 
High School, Tyler, Tex., Feb. 14, 1981. 5:40 
Junior High, Washington State, March 10, 1981. 5:41 
ScuttLe Cover 
Open, Fire Spread by. 4:81 
Securrry Gate 
Locked, Blocked Victim's Escape. 1:13 
Senior Citizen CENTER Fire: 
New Hampshire, October 1981. 4:27 
Sewace System Fire: 
Louisville, Ky., Feb. 14, 1981. 5:40 
Suarts, ELevator: 
Fire Spread up. 4:28 
Smoke and Heat Spread up. 4:84 
Suarts, INTERIOR: 
Fire Spread through. 4:29 
Sup Fires: 
Long Beach, Calif., Nov. 24, 1981. 5:40 
Massachusetts, Dec. 22, 1981. 5:53 
SIPs: 
Firesafety Aboard, in Shipyards. 4:60 
Snips, PassENGER: 
Life Safety in (Also Buildings and Transport Aircraft). 
SHIPYARDS: 
Firesafety of Ships in. 4:60 
SHopprnc CentER Fines: 
Georgia, May 1981. 1:14 
Greenville, S.C., Dec. 13, 1981. 5:40 
Illinois, Jan. 26, 1981. 5:45 
SHopPinc MALL Fire: 
Missouri, August 1981. 3:22 
SMOKING AND MaTCHEs: 
Fire Caused by. 3:21; 4:81 
Matches, Possible Fire Cause. 4:27 
Probable Fire Cause. 1:12 
SMOKING MATERIALS: 
Careless Disposal of, Fire Cause. 3:21, 22; 4:29 
Careless Disposal of, Probable Fire Cause. 5:28 
Sociat Cius Fire: 
California, May 2, 1981. 5:40 
SoutH CarRouna: 
Manufacturing Plant Fire, March 15, 1981. 5:49 
Manufacturing Plant Fire, March 1981. 1:15 
Shopping Mall Fire, Dec. 13, 1981. 5:40 
Spark, FRICTION: 
Fire Started by. 3:25 
Sparks, ELecTRICAL: 
Fire Caused by. 4:84; 5:49 
Sparks, ELECTROSTATIC: 
Fire Cause. 1:15 
Spencer, OKLA.: 
BLEVE, Jan. 19, 1982. 5:20 
SponTANEOus IcniTIoNn: 
Fire in Corncob Stack Caused by. 5:29 
Hay. 3:25 
SPRINKLER System, SATISFACTORY PERFORMANCE. 3:25, 45 
Sprinkiers Not a Factor tn Fire: 
Disabled by Explosion. 4:85 
No Sprinklers in Fire Area. 6:29 
Ruptured by Plane Crash. 5:48 
Shut Off, Not in Working Order. 1:15 
SprinkLers, PARTIAL, SATISFACTORY PERFORMANCE: 
Kept Fire from Sprinklered Area. 1:32 


SprinkLers, SATISFACTORY PERFORMANCE. 1:12, 14; 4:27, 84; 5:45, 49; 6:27, 30 


SprinkLers, UNSATISFACTORY PERFORMANCE: 
Did Not Activate. 5:45 
Fire Too Large for System. 4:29 
Flammable Liquid Fire Overpowers System. 6:30 
Overpowered by Fire. 2:67 
Overpowered, Unprotected Vertical Opening. 5:29 
Partial System, Overpowered by Intense Fire. 5:30 
Partially Collapsed. 1:15 
Valve Closed Prematurely. 5:41 
Water Trapped in Racked Boxes. 2:67 

Starr AcTIONs: 
Improper During Hospital Fire. 2:74 

Stairway: 
Blocked During Fire by Evacuating Guests. 1:56 
Doors Open, Blocked by Smoke, Heat. 1:56 
Enclosure Substanaard, Burned through. 2:60 
Fire and Smoke Spread up. 2:53 
Fire Spread up. 4:29 
Heat and Fire Spread up. 4:57 
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Smoke Spread up. 1:20 
Wood Door Burned through. 2:60 
Stamways, Open: 
Fire and Smoke Spread up. 6:23 
Fire Spread up. 4:80, 81 
Smoke and Heat Spread up. 4:84 
STAIRWELL: 
Fire Spread through. 4:29 
Stamrorp, Conn.: 
Office Building Fire, July 25, 1981. 5:40 
Static Evecrricity: 
Fire Caused by. 5:30 
Store Fines: 
Appliances, Ohio, July 1981. 3:22 
California, November 1981. 4:29 
Department Store, Tacoma, Wash., March 30, 1981. 5:40 
Department Store, Idaho, December 1981. 3:22 
Hardware, Sun Valley, Calif., March 18, 1981. 5:76 
New York State, December 1981. 4:30 
Shopping Mall, Missouri, August 1981. 3:22 
Supermarket, Ohio, 1981. 5:49 
Washington State, June 6, 1981. 5:45 
Srourrer’s INN Fire: 
Harrison, N.Y., Dec. 4, 1980. 3:37 
Stove Fines: 
Wood-Burning. 4:28 
Wood-Burning, Broken Door, Linoleum Ignited. 5:28 
SuLPHUR: 
Dust Explosion. 5:30 
Sun Vattey, CAuir.: 
Hardware Store Fire, March 18, 1981. 5:76 
SUPERMARKET Fire: 
Ohio, 1981. 5:49 


Tacoma, WasH.: 
Store Fire, March 30, 1981. 5:40 
Tank Car: 
Fire, Explosion Involving. 3:25 
TANK Farm Fire: 
California, February 1981. 2:13 
Tank Truck Fire: 
Gasoline, New York State, November 1981. 4:30 
Tank Truck, FLAMMABLE Liguip, Fire: 
New Jersey, March 1981. 2:15 
New York State, May 1981. 2:15 
Tank, Motor Venice Fuev: 
Fire Involving. 4:85 
TELEPHONE SUBSTATION Fire: 
Hawaii, May 16, 1981. 5:48 
TELEvisION Set: 
Cause of Fire. 2:12 
TENEMENT Fire: 
Hoboken, N.J., Oct. 24, 1981. 4:81 
TENNESSEE: 
Apartment Building Fire, January 1981. 2:12 
BLEVE, Feb. 28, 1978. 5:15 
Dwelling Fire, May 1982. 6:28 
Manufacturing Plant Fire, Aug. 22, 1981. 5:40 
Texas: 
Building-under-Construction Fire, September 1980. 2:14 
Country Club Fire, Jan. 16, 1981. 5:40 
Dwelling Fire, February 1982. 6:28 
Dwelling-under-Construction Fire, Aug. 21, 1981. 5:52 
Grain Dust Explosion, April 7, 1981. 4:80 
Grain Elevator Fire, Explosion, July 7, 1981. 5:33, 40 
Hotel Fire, March 6, 1982. 6:72 
Manufacturing Plant Fire, Sept. 29, 1981. 5:40 
Office Building Fire, April 1982. 6:29 
School Fire, Feb. 14, 1981. 5:40 
Truck Fire, April 1981. 2:15 
Warehouse Fire, Feb. 6, 1981. 5:52 
TrraniuM TuRNINGS: 
Oil Coating Ignited by Sparks. 5:49 
TRAIN Fires: 
Tank Car Struck by Lightning, May 1981. 2:15; 5:53 
Tank Car, Flammable Liquid Overfilled. 3:25 
TRANSOMs: 
Contributed to Fire Spread. 5:44 
Tras Fire: 
New York State, May 1981. 1:12 
TRIAGE: 
Use of in Rescue. 4:84 
Truck Fine: 
Texas, April 1981. 2:15 
Truck-AUTOMOBILE COLLISION, Fine: 
New York State, November 1981. 4:30 
Tutsa, OKLA.: 
Apartment Building Fire, April 8, 1981. 5:83 
Tyxer, Tex.: 
School Fire, Feb. 14, 1981. 5:40 





Unrrep States: 
Fire Loss, 1981. 5:68 
Large-Loss Fires, 1981. 5:32 
Unrrep States Fire Experience: 
1977-81, Highlights. 5:70 
1981, FEMA View of U.S. Fire Problem. 6:32 
1981, Methodology for Study of. 5:83 
Utan: 
Manufacturing Plant Fire, March 24, 1981. 5:49 


Vv 


Vapors: 
Solvent, Ignited by Cutting Torch. 3:24 
Vapors, FLAMMABLE: 
Fire Cause. 2:13 
VENTs: 
Air-Handling, Smoke Spread through. 4:28 
VerticaL OPENINGs: 
Elevators, Smoke Spread up. 1:20 
Fire Spread through. 4:51 
Heat and Smoke Spread up. 1:36 
Shafts, Smoke Spread up. 1:36 
Stairways, Smoke Spread up. 1:36 
Unprotected. 6:20 
Vircinia: 
Manufacturing Plant Fire, Oct. 12, 1981. 5:40 


WwW 


WALLCOVERINGS: 
Fire Spread by. 6:24 

WALLs: 
Nonfirestopped, Fire Spread through. 2:12 
Unprotected Openings, Fire Spread through. 2:60 


Adams, Robert C. 4:12; 5:11; 6:11 
Behrens, John F. 2:6; 3:6; 4:15; 5:6; 6:7 
Bell, James R. 3:37 

Best, Richard. 5:20; 6:72 
Bierwith, Edward C. 4:96 
Bouchard, John. 6:20 

Bryan, John L. 2:37 

Burgun, J. Armand. 5:89 

Clark, Frederick E. 4:40 

Cohen, Hal C. 1:70 

Cohn, John. 6:75 

Donelan, John. 6:52 

Gold, David T. 2:86; 4:92; 5:61 
Grant, Robert W. 4:3; 5:94 
Gratz, Jerre M. 3:119 

Grimes, Martin E. 3:3 

Gunther, Paul. 4:34 

Hill, Steven W. 2:53 

Hiscott, Robert. 6:85 

Johnson, Joseph E. 5:92 


Wa ts, Fine: 
Prevent Fire Spread. 3:24 
Wanenouse Fines: 
Cold Storage, Sanger, Calif., March 20, 1981. 5:40 
Hardware, Perrysburg, Ohio, June 6, 1981. 5:40 
Paper, Texas, Feb. 6, 1981. 5:52 
Pennsylvania, May 1981. 1:15 
Potato Storage, New York State, January 1982. 5:30 
Reading, Pa., April 20, 1981. 5:85 
WAREHOUSES: 
High-Racked, Emergency Operations in. 3:63 
WASHINGTON STATE: 
Dwelling Fire, May 1, 1981. 5:44 
Hardware Store Fire, June 6; 1981. 5:45 
Prison Fire, Sept. 1, 1981. 5:44 
School Fire, March 10, 1981. 5:41 
Store Fire, March 30, 1981. 5:40 
Water Heater: 
Gas-Fired, BLEVE in. 5:20 
Wavenvy, TENN.: 
BLEVE, Feb. 24, 1978. 5:15 
Wexpinc-anp-Cuttinc OPEraTIONs: 
Fire Caused by. 1:14; 2:14 
Possible Fire Cause. 6:30 
West Vincinia: 
Airplane Crash, Jan. 21, 1981. 4:85 
Witiows, Cauir.: 
Hotel Fire, April 24, 1981. 4:81 
Wino: 
Factor in Fire Spread. 5:30 
Fire Spread by. 6:29 
Winpows: 
Barred, Hampered Occupants’ Escape. 2:60 
Double-Pane, Hampered Evacuation. 6:23 
Fire Broke through. 5:45 
Fire Spread through. 4: 
Vertical Spread by: 1:62; 4:57 
Woop-Burninc Stove: 
Ashes from, Cause of Fire. 4:80 
Fire Involving. 5:28 
Woop-SHinc_e Roor: 
Fire Involving. 3:21 
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